that he (Jackson) had no similar problems with any of the
other men (Tr. 215}.

Mr. Jackson confirmed that he did not protest the
unemployment claims filed by Mr. Poole and Mr. Cox after their
discharge, and Mr. Jackson confirmed that he told Mr. Cox that
he was tired of Mr. Cox trying to run the mine (Tr. 216).
Mr, Jackson denied that Mr. Cox's discharge had anything to do
with any safety complaints, and that fhe decision to fire
Mr. Cox was his alone, and neither Mr. Blankenship or any of
the other mine owners had nothing to do with it (Tr. 217).

Mr. Jackson stated that at no time during his employment
did Mr. Cox or any other miner ask to review the mine fire
boss records/ or any records required to be kept by
Mr. Blankenship (Tr. 218). Mr. Jackson expressed doubt that
Mr. Cox could have asked to see those records without his
being aware of it (Tr. 219).

In response to further questions, Mr. Jackson stated
that while work was required to be done on Saturdays, he did
not like Saturday work because he had to pay time and a half.
However, Mr. Cox and Mr. Poole did not like to work on
Saturdays, and Mr. Cox attempted to influence his crew not to
work on Saturdays.. He did this by letting it be known that
he had gone to the "labor board" and there was nothing
Mr. Jackson could do about working on Saturdays, and that the
men could leave. Mr. Jackson stated that Mr. Cox said "you
can lay off, you can be off, there's nothing he can about it"
(Tr. 22'3). When asked whether Mr. Cox had ever made that
statement to him, Mr. Jackson replied "He didn't tell me
nothing. He would tell it someplace where he knew I would
get hold of it" (Tr. 223).

Mr. Jackson stated that when he first hired Mr. Cox, he
informed him about Saturday work, and that Mr. Cox advised
him that "I'll work on Saturday, Sunday, 16 hours a day
anytime you want." Mr. Cox also stated to him "anytime you
don't like my work or anything, you just tell me, you won't
have to discharge me, just tell me and you'll never see me no
more" (Tr. 223). When asked whether Mr. Cox ever refused to
work on Saturday, Mr. Jackson replied "he didn't refuse, he
always had something to do" (Tr. 224).  When asked why he did
not fire Mr. Cox when he threatened him, Mr. Jackson replied
"He was a good worker.  I tried every way in the world to get
along with him. Mr. Cox is moody.  He'll get better for a
week or two, then he's hell for a while" (Tr. 224).
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